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Strap Eyelet 
Self-timer Indicator 
Flash 

Lens 

Lens Cover 


LCD Monitor 

Optical Finder 

Power Indicator 

Status Indicator 

Mode Dial 

Single/Burst Mode Button 
Cursor buttons 

</Self-timer Button 
V/REVIEW/SET Button 

> /Flash Mode Button 
A/Exposure Compensation/ 
Auto Bracket/White Balance 
Fine Adjustment Button 
[MENU] Button 

[DISPLAY] Button 

Delete /[FOCUS] Button 
(DMC-LC70) 

Delete Button (DMC-LC50) 


Lens Barrel 

Microphone (DMC-LC70) 
Zoom Lever 

Shutter Button 

Power Switch 


